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12 March 1959 


CONTRACT APPROVAL NO, 14 
Contract No. SP-1916 


Confirming verbal approval previously granted, ycwt are auth- 


25X1 


©rised to conduct a feasibility and prototype installation of the 
Air-O-Sar VHP Transmitter. The budget estimate for this task is 

Surplus nmterlal not delivered as a result of this task 

will be salvaged* 


STATINTL 


Authorized nepresentative 
of the Contracting Officer 



DOCUMENT 
NO CHANGE IN cfLA&S. p 
LJ DECLASSIFIED 
CLASS. CHANGED TO: TS 

NEXT REVIEW DATE: 

AU7H: 

DATE: 




REVIEWER- 010366 




I 



Approved For Release 2002/06/13 : CIA-RDP81B00878R000600010199-1 





